For people 
who like 
to smoke... 




DELUXE 
ULTRA LIGHTS 


BENSON&HEDGES 

because quality matters. 




6 mg"rar tJ.B mg nicotine a\t per cigarette, by FTC method. 


SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 


/ 


Source: https://www.industrydocuments.ucsf.edu/docs/jfcy0004 
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